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Hampton No. 3 Mine
ERRATA ORDER

Before:

Judge Kennedy

The parties having moved for correction of an
arithmetical  error  of  $130  in my decision of November  7,
1983,   it  is ORDERED  that the  same be,   and hereby is,
GRANTED and the decision corrected to  show that the
total amount of the  settlement approved is $3,961.     It
is  FURTHER ORDERED  that  as  corrected the decision is
confirmed and  the  operator directed to pay the amount
of  the  settlement  agreed upon,   $3/#61,  FORTHWITH.

rose*]?!! B.  Kenneay
Administrative Law Judge"
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